To:  Ward,  W.  Robert[Ward. Robert@epa.gov];  Gleason,  MichaelfGleason. Michael@epa.gov] 

From:  Logan,  Paul 

Sent:  Thur  8/6/2015  7:21 :27  PM 

Subject:  FW:  EPA  statement  on  Gold  King  mine  release 


FYI 


Paul  Logan 

Deputy  Regional  Counsel  | EPA  Region  8 
303.312.6854  | loqan.paul@epa.gov 


From:  Mylott,  Richard 

Sent:  Thursday,  August  06,  2015  12:02  PM 

To:  Saldenha,  Jasmine;  Logan,  Paul 

Subject:  RE:  EPA  statement  on  Gold  King  mine  release 


Updated — 


August  6 EPA  Statement  on  Gold  King  Mine  Release 


Deliberative  Process/Ex.  5 
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From:  Mylott,  Richard 

Sent:  Thursday,  August  06,  2015  10:20  AM 

To:  Saldenha,  Jasmine;  Logan,  Paul 

Subject:  FW:  EPA  statement  on  Gold  King  mine  release 


From:  Mylott,  Richard 

Sent:  Wednesday,  August  05,  2015  5:05  PM 

To:  'editor@silvertonstandard.com' 

Subject:  EPA  statement  on  Gold  King  mine  release 


Hi  Mark — hope  this  reaches  you.  Wanted  to  share  EPA  statement  regarding  today’s  release. 


Regards, 


Rich  Mylott 
USEPA  Region  8 
303-312-6654 
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EPA  Statement 


This  morning  at  approximately  10:30  am,  an  EPA  and  State  Division  of  Reclamation,  Mining 
and  Safety  team  working  to  investigate  and  address  contamination  at  the  Gold  King  Mine  in  San 
Juan  County,  Colo,  unexpectedly  triggered  a large  release  of  mine  waste  water  into  the  upper 
portions  of  Cement  Creek.  Initial  estimates  are  that  the  release  contained  approximately  1M 
gallons  of  water  that  was  held  behind  unconsolidated  debris  near  an  abandoned  mine  portal. 
There  were  several  workers  at  the  site  at  the  time  of  the  breach,  all  were  unharmed. 


The  primary  environmental  concern  is  the  pulse  of  contaminated  water  containing  sediment  and 
metals  flowing  as  an  orange-colored  discharge  downstream  through  Cement  Creek  and  into  the 
Animas  River. 


The  Colorado  Department  of  Public  Health  and  the  Environment  has  notified  water  users 
downstream  of  the  release  so  they  can  take  appropriate  steps  to  turn  off  intakes  until  the 
contaminated  water  passes.  The  Town  of  Silverton  does  not  take  water  out  of  the  affected 
portions  of  Cement  Creek.  Due  to  current  and  longstanding  water  quality  impairment  associated 
with  heavy  metals  there  are  no  fish  populations  in  the  Cement  Creek  watershed  and  populations 
in  the  Animas  River  have  historically  been  impaired  for  several  miles  downstream  of  Silverton. 
Over  the  next  several  days,  EPA  teams  will  be  sampling  and  investigating  downstream  locations 
to  confirm  that  the  release  has  passed  and  poses  no  additional  concerns  for  aquatic  life  or  water 
users. 


“This  unfortunate  incident  underscores  the  very  reason  EPA  and  the  State  of  Colorado  are 
focused  on  addressing  the  environmental  risks  at  abandoned  mine  sites,”  said  David  Ostrander, 
director  of  EPA’s  emergency  response  program  in  Denver.  “We  are  thankful  that  the  personnel 
working  on  this  mine  cleanup  project  were  unharmed.  EPA  will  be  assessing  downstream 
conditions  to  ensure  any  impacts  and  concerns  are  addressed,  as  necessary.” 
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